Approved For Release Sbdd7dd 6 Noid 4bps7B00832R0001 00020120-5 


NATIONAL PHOTOGRAPHIC INTERPRETATION 


(This Notice Expiresff October 1963) 


NPIC NOTICE MEDICAL 


NO. 15-1-3 19 August 1963 
Y CHANGE OF DISPENSARY HOURS 
_ i. For the_two-week i 26 August through 6 September 1963, the 
25X11 building nurse, will be on annual leave. During 


é maintained by a visiting nurse 
he Dispensary in the mornings on 


this period part-time service W1 
from Langley who will be on-duty in 
Monday, Wednesday and Friday. 


After-hour 25x 


ld continue to be re erted t®& the Security Office 


Distribution: No. 3 
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